From: Barry Cadden 

Sent: Tuesday, August 21, 2012 10:11 AM 
To: Robert Ronzio 
Subject: testing 

We need to start education clients on front end about all "special order" products + testing we are now testing 

all orders of #25 units or greater for at least "sterility". Preliminary data takes about 5 days to get to NECC. We will ship 
on preliminary sterility data but will not give this data to the client. 
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